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ITEK CORPORATION - 10 MAGUIRE ROAD 


LEXINGTON 73 MASSACHUSETTS - VOLUNTEER 2-6200 


STATINTL 


Attention: 


Contract; Classfied 
Reference: 9043 
Gentlemen: 

t 

Our records indicate that no government acquired equipment or material or 
contractor acquired equipment or material remains on subject contract. 

Should any additional information be requested, the undersigned will be 
glad to assist you. 


"W STATINTL 


FBD/lc 

c/c File 9043 


Sincerely vours 


Property Manager 
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